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News 6 new results for kinross gold 

Kinross Gold Corp Stock Rating Lowered by Cowen and Company (KGC) 

The Utah People's Post 

Shares of Kinross Gold Corp (NYSE: KGC) opened at 5.88 on Wednesday. Kinross Gold Corp has 
a one year low of $4.97 and a one year high of $1 1 .20. The stock’s 50-day moving average is 
currently $5.73. The company's market cap is $6,713 billion. 

See all stories on this topic » 

Canadian Gold Giant Kinross Pulls Out Of Ecuador Mine Project, Will China ... 

International Business Times 

This chronicle of a disagreement was foretold. After two years of negotiations and barely a month 
before its concession was up, Kinross Gold Corp. (NYSE:KGC). the Canadian-based mining giant, 
decided to pull up stakes and abandon a project to develop ... 

See all stories on this topic » 

Kinross stops development of Fruta del Norte in Ecuador 

SteelGuru 

Mr Paul Rollinson CEO of Kinross Gold said that "We have said that we will exert strict capital 
discipline across our company that we will allocate our capital only to projects which meet our 
investment criteria and that we will only enter into ... 

See all stories on this topic » 

Gold Future Plunged 0.7%, Barrick Gold, Goldcorp, IAMGOLD, Eldorado Gold ... 

PR Carbon (press release) 

On Thursday, gold futures extended losses aimed stronger-than-expected data on weekly U.S. 
jobless claims, the May retail sales report also underscored expectations, the Federal Reserve will 
begin scaling back monetary stimulus in coming months. 
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Fissures in Ecuador's Mining Reform, but China Can Fill In 

Wall Street Journal (blog) 

Canadian miner Kinross Gold Corp. said Monday it's taking a $720 million charge to walk away from 
its concession to tap the Andean nation's largest gold deposit. On Tuesday, Canada's INV Metals Inc. 
said it's re-evaluating “all options” for its own ... 
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TSX Dips At Open Thursday 

RTT News 

The Global Gold Index was down over 1 percent, with Barrick Gold (ABX.TO), Goldcorp. (G.TO) and 
Kinross Gold (K.TO) losing around 1 percent each. In the oil patch, Suncor Energy (SU.TO) was 
down about 1 percent, while Niko Resources (NKO.TO) was ... 
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